SIR GEORGE WILLIAMS UNIVERSITY 


1435 DRUMMOND ST., MONTREAL 25 
TELEPHONE 879-2867 


For release Monda December 16, 1968 


The Board of Governors of Sir George Williams University has 
accepted the resignation of Dr. Robert C. Rae, Principal and 
Vice-Chancellor of the University. Dr. Rae's resignation, 
effective immediately, is for reasons of health. 


Professor Douglass Burns Clarke, Vice-Principal, Academic, 

has been appointed Acting Principal and Acting Vice-Chancellor. 
Professor John O'Brien, Dean of Arts, has been appointed Vice- 
Principal, Academic effective immediately. 


From the office of: Malcolm Stone 
Information Officer 


